SIX MORE MILES
Written and recorded by Hank Williams 1947

OH THE RAIN IS SLOWLY FALLIN',
AND MY HEART IS SO SORE,
SIX MORE MILES AND LEAVE MY DARLIN',
NEVER ON THIS EARTH TO MEET NO MORE.

CHORUS

SIX MORE MILES TO THE GRAVEYARD,
SIX MORE MILES, LONG AND SAD,
SIX MORE MILES AND LEAVE MY DARLIN',
LEAVE THE BEST FRIEND, I EVER HAD.



OH I HEAR THE TRAIN A-COMIN',
BRINGIN' MY DARLIN' BACK HOME,
SIX MORE MILES, TO THE GRAVEYARD,
AND I'LL BE LEFT HERE ALL A-LONE.


REPEAT CHORUS


THIS VERSE NOT ON RECORD, BUT IN BOTH EARLY SONG BOOKS:

LEFT HER IN THAT LONELY CHURCH YARD,
LEFT MY DARLIN' ALONE,
NOW I'M SAD, MY HEART IS CRYIN',
AS I WANDER THRU LIFE ALONE.
